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INTRODUCTION 


LAB TECHNOLOGIES, established in 2008 and 
headquartered in New Delhi, stands as a premier 
distributor in Life Sciences, Clinical, Higher Education, 
and Pharma industries. 
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As an authorized exclusive distributor for world-class 
manufacturers, our mission is to simplify complex 
research challenges and promote cutting-edge 
technologies across India. With a dedicated team of over 
15 professionals strategically placed in major cities, we 
offer comprehensive technical and post-sales support. 


Our esteemed clientele includes prestigious institutions 
such as universities, research organizations, and 
hospitals. With years of market experience, we continue 
to strive for excellence alongside our valued partners. 


For more info: 
www.labtechnologiesindia.com 
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Microaerophilic Workstation — Whitley M135 HEPA Workstation 


The M135 HEPA is a large Microaerophilic Workstation (chamber) with height, width, and depth 
dimensions. It has a four-gas system with integrated sensors for oxygen, carbon dioxide, and hydrogen. 


Furthermore, the Whitley M Range workstations can create anoxic/anaerobic, microaerobic, or hypoxic 
environments without requiring changes to the incoming gas supply, providing users with convenience and 
flexibility. 


The Whitley M Range Microaerophilic Workstation (chamber) was designed to research and isolate 
microaerophilic organisms such as Campylobacter spp., Helicobacter pylori, and other similarly delicate 
microorganisms. 


These systems are now widely used in microbiology and cell culture applications due to their versatile 
atmospheric control capabilities (ranging from 0% to 20% oxygen). The M135 HEPA has an internal volume 
of 900 liters, which provides plenty of space. 


For more info: 
www.labtechnologiesindia.com 
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THANK YOU 


Do you have any questions? 
info@labtechnologies.in 
T21 78731372393 


www.labtechnologiesindia.com 


Block l-4/138, sector-16 
Rohini, Delhi 110089 


For more info: 
www.labtechnologiesindia.com 


